MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  27  Township:  10  North  Range:  2  West  Corner  ID:  BeBl  M- 19 

Monument  Description  &  Remaks:  R.R.  Spike  found  in  center  of  Dutch  Church  Rd,  2" 
beneath  road. 

References  On  File:  Survey  on  file,  Dutch  Woods  Subdivision  preliminary  plat,  in 
recorder  office. 


RECOVERY  TIE  DRAWING 
Field  Book  36  Page  No.  67 


A  -  R.R.  Spike 

B  -  S  45°  W  30.80'  to  MAG  nail 
in  Survey  Sign  10"  on  power  line  pole. 
C  -  N  08°  W  43.88’  to  MAG  nail 
in  10"  power  line  pole. 

D  -  N  04°  E  90.75'  to  5/8"  rebar 
with,  K.  B.  Potter,  cap. 

E  -  N  42°  E  60.00'  to  MAG  nail 
in  10"  power  line  pole. 
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Not  To  Scale 

Compass  Bearing  Magnetic  North 


I,  Kevin  P.  Enright,  Monroe  County  Surv^jpfi^ereby  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provMtf^Sp.Vff^^?<tei  36-2-12- 1 1  of  the  Indiana  Code;  and  the  above  data 
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is  given  under  my  hand  andseal 
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jgdst,  2005. 
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SEAL 


A  ^ministered  by  the  Monroe  County  Board 

Date:  /i  ,  3> 



